S3X3 -Howtoreplacea 
brake lever. 


Tools you need to replace a brake lever 
e Allen key 2.0mm 
e M3x10+mm bolt (as a Tool) 


Parts you need. 
e VMO6-108 Left brake lever. 
e VMO6-109 Right brake lever. 


Step 1. 
Turn the adjustment screw counter clockwise so you can reach the screw behind the lever. 


a. 


Step 2. 
Squeeze in the brake lever and turn the screw 2 turns loose so it doesn't hit the outer 
casing. 


Step 3. 
If you loosen up the screw far enough you can pull out the bolt with the M3 bolt. 


Step 4. 
Now the bolt is out you can turn the adjustment screw clockwise till the lever comes loose.. 


Placing back the brake lever 


Step 1. 


When placing the lever back make sure the white plastic bushings are in place. 


Step 2. 
Loosen up the bolt by 2 turns 


Step 3. 
mount the brake lever on the adjustment screw. 


Step 4. 
Line up the holes and place the bolt though the lever. 
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Step 5. 
Tighten the bolt on the back side of the lever 


Step 6. 
Adjust the adjustment to the right height. 


All done!! Happy riding. 


